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This condition, though common to many third party
policies, is important in property owners' indemnities. This
is because the insured may have effected a policy while at
the same time his estate agent may have arranged another
policy in the joint names of the insured and the agent, in
which event the second policy may be called upon to con-
tribute to a claim.

2. Maintenance of Premises. The Insured shall take reason-
able precautions to prevent accidents and to comply with all
statutory or other obligations and regulations imposed by any
Authority and shall maintain the Buildings (including land-
lord's fixtures and fittings in the Buildings) and the walls,
gates and fences around and pertaining thereto in a proper
state of repair and if any defect be discovered by complaints
from tenants or otherwise the Insured shall forthwith cause such
defect to be made good and in the meantime shall cause such
temporary precautions to be taken as the circumstances may
require.

This condition is similar to the corresponding condition
of the third party (general) policy. It specifically requires
any defect discovered by complaints from tenants or other-
wise to be made good, and that in the meantime such tem-
porary precautions must be taken as the circumstances
require. One of the reasons for this is that liability so often
depends upon, whether or not notice of a defect was received
before an accident happened.

SCHEDULE

Number
	Description of Buildings
	Address of Buildings


	
	

POLICY EXTENSIONS
Sanitation Risks

Illness occasioned by defective sanitation is often excluded
from a property owners' policy. In such circumstances insurers
are usually willing to provide an indemnity in respect of claims